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calcifying and keratinizing, maxilla. 105: 971 lip. 105: 640 
Amphotericin B mucoepidermoid, melanoma synchronous mucosal. 105: 370 
liposomal. 105: 575 neuoendocrine, larynx. 105: 1031 
Anaemia , larynx, pancreatic synchronous. 105: 373 
iron deficiency. 105: 1021 oral, khat. 105: 643 
see also Sickle cell disease post-cricoid and Fanconi’s anaemia. 105: 125 
Angiofibroma sebaceous gland. 105: 954 
postnasal. 105: 547 squamous cell, middle ear and mastoid. 105: 38 
Antibodies squamous, temporal bone. 105: 346 
respiratory tract viruses. 105: 337 squamous, tonsil, metastasis from. 105: 50 
Aryepiglottoplasty verrucous, maxillary antrum. 105: 696 
laryngomalacia. 105: 1040 Carotid sinus 
Audiometry massage, cervico-mediastinal haematoma. 105: 381 
bone conduction, limited accuracy of. 105: 518 Catheter 
tinnitus. 105: 89 
Audit 
105: 611 


venous central, abherrant. 105: 491 
Cerebral neoplasms 
Schwannoma, intracranial extension. 105: 578 
Cerebrospinal rhinorrhoea 
Bacteria 105: 274 
peritonsillar sepsis. 105: 553 Chioral hydrate 
secretory IgA and IgG-coated. 105: 515 105: 421 
Bacteriology Choanal atresia 
Fusobacterium necrophorum. 105: 119 bilateral. 105: 1004 
Haemophilus influenzae. 105: 439 Cholesteatoma 


Otitis media chronic. 105: 341 105: 261, 268, 343, 409, 1113 
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children, surgical technique. 105: 820 
congenital. 105: 995 
CT scanning. 105: 990 
head injury. 105: 367 
Chondroma 
nasal. 105: 670 
Chondrosarcoma 
myxoid extraskeletal, maxillary antrum. 105: 676 
parapharyngeal space. 105: 484 
Chemotherapy 
laryngeal cancer. 105: 930 
Chyle 
fistula and neck dissection. 105: 1052 
Cis-platinum 
ototoxicity and eye colour. 105: 7 
Cocaine 
nasal blood flow. 105: 918 
Cochlear implants 
radiology. 105: 88 
Cotinine 
serum, head and neck malignancy. 105: 1036 
Cricothyrotomy 
105: 883 
Croup 
105: 295 
CT scanning see Image processing, computer-assisted 
cerebrospinal rhinorrhoea. 105: 274 
orbital abscess, anaerobic, metastatic. 105: 1086 
otitis media, suppurative. 105: 990 
paranasal sinuses. 105: 20, 181 
scleroma, upper respiratory tract. 105: 198 
thrombosis, lateral sinus 
Image processing, computer-assisted 
Cyst 
subglottic. 105: 222 
cervical, thyroid carcinoma. 105: 863 
Cytomegalovirus 
oropharynx. 105: 739 


Dacrocystorhinostomy 
sinus surgery. 105; 299 
Deafness 
lateralizing indicator, surgical treatment of vertigo. 105: 618 
polyostotic bone disorder, familial. 105: 80 
sensorineural, Marinesco-Sjégren’s syndrome. 105: 210 
severe and profound. 105: 534 
Deafness, sudden 
sudden, sickle cell disease. 105: 653 
, toxoplasmosis, acquired, bilateral. 105: 115 
Death 
sudden infant syndrome. 105: 646 
Dental plate 
foreign body, inhaled. 105: 681 
Deglutition disorders 
bone abscess chronic, unusual cause of. 105: 1084 
real and imagined. 105: 807 
styloid apparatus anomaly. 105: 964 
Dialysis, peritoneal. 
gentamicin administration and ototoxicity. 105: 999 
Diathermy, submucosal 
sequestration of inferior turbinate. 105: 14 
Diabetes mellitus 
melioidosis, parapharyngeal space. 105: 582 
Drooling 
see Sialorrhoea 
Dysphagia 
see Deglutition disorders 


Earache (otalgia) 
thyroiditis. 105: 788 

Ear canal/meatus (external) 
carcinoma, bilateral. 105: 112 
exostosis. 105: 844 
Myxoma. 105: 364 

Ear drops 
105: 651 
distribution of. 105: 359, 842 


Ear, external 

infolding of the pinna. 105: 362 

Orf. 105: 947 

osseointegrated screw. 105: 573 

pinna, acanthoma fissuratum. 105: 301 

pinna, unfolding. 105: 362 
Ear middle 

brain herniation, tegmental dehiscence. 105: 477 
Electron microscopy 

mast cells in perennial allergic rhinitis. 105: 1006 
Empyema 

thoracic, complicating epiglottis. 105: 858 
Enchondroma 

(multiple). 105: 148 
Endolymphatic sac 

105: 711 

draining operation. 105: 1109 
Endometriosis 

pulmonary parenchymal. 105: 235 
Endoscopy 

aerodigestive tract. 105: 755 

Endoscopy, laryngeal surgery. 105: 356 

laryngeal, surgery. 105: 356 
Endoscopy, nasal 

see also paranasal sinus surgery 

epistaxis, management of. 105: 17 

epistaxis, posterior. 105: 428 

rhinitis, atrophic. 105: 1014 

sinus surgery, CT scanning. 105: 181 

surgery, combined microscopic. 105: 635 

sinus surgery. 105: 832 

tympanic membrane perforation. 105: 716 
Endoscopy, oesophagus 

105: 774 
Epidemiology 

carcinoma, lip. 105: 640 

carcinoma oral, khat. 105: 643 

ear disease in Nepal. 105: 1113 

facial paralysis, sclerosteosis. 105: 625 

mastoid surgery. 105: 409 

nasopharyngeal carcinoma. 105: 432 

otitis media in Maori school children. 105: 257 
Epidermoid cyst 

parotid region. 105: 227 
Epiglottis 

melanoma, amelanotic. 105: 776 
Epiglottitis 

acute, adult. 105: 839 

thoracic empyema, complicating. 105: 858 
Epistaxis 

management, fibreoptic nasolaryngoscope. 105: 17 

posterior, nasal endoscopy. 105: 428 

Young’s procedure. 105: 847 
Ethmoid surgery 

decompression, optic nerve. 105: 205 
Eustachian tube function 

nasal packing. 105: 539 

tympanic membrane perforation. 105: 716 
Exostoses 

external auditory canal. 105: 844 
External auditory meatus 

see Ear canal 


Fabry’s disease 

labyrinthine ossification. 105: 621 
Face 

granuloma. 105: 1120 
Facial paralysis 

bilateral. 105: 625 

management, eyelid gold weights. 105: 471 
Fanconi’s anaemia 

post-cricoid carcinoma. 105: 125 
Fibrous dysplasia 

craniofacial. 105: 662 
Fibrous tumour 

tumour, solitary, nasopharynx. 105: 213 
Fistula 

cochlear. 105: 653 
Flap 

temporo-parictal fascia. 105: 417 
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Foreign bodies Hypothyroidism (see also Myxoedema) 
aerodigestive tract in children. 105: 755 acquired, temporal bone findings. 105: 886 
cervical abscess. 105: 146 


dental plate. 105: 681 I Raat 


y 
inhaled by children. 105: 466 lymphoma, non-Hodgkin’s. 105: 445 
oesophagus. 105: 46, 591, 774 pleomorphic adenoma. 105: 1057 
oronasal. 105: 1118 Immunology 
throat. 105: 104 cancer, head and neck, immunosuppressive acid protein. 105: 
tongue. 105: 849 939 
Frontal sinus 
carcinoma. 105: 121 
Fusobacterium necrophorum 
otogenic meningitis. 105: 119 





Internal carotid artery 
pseudoaneurysm, tonsillitis. 105: 588 
Intubation 
retrograde of trachea. 105: 746 
Iris 
ototoxicity of cis-platinum and eye colour. 105: 7 
Iron deficiency 
incidence of. 105: 1021 


Gaudeamus Igitur 

105: 1125 
Genetic/familial 

paragangliomas, multicentric. 105: 376 
Genetically inherited disorders 

polyostotic bone, and hearing loss. 105: 80 
Genetics 


Wegener’s granulomatosis. 105: 123 Reretenenatiows 
Gentamicin 


nasal vestibule. 105: 306 
S:2 ae ; Khat 
Peritoneal dialysis and ototoxicity. 105: 999 ee 
Giant cell tumour Kikuchi’s disease 
sphenoid sinus. 105: 855 105: 496 ime 
Glial fibrillary acidic protein ; 
leomorphic adenoma. 105: 1057 r 
auuiienes Labyrinth 
nose and face rapid destruction of. 105: 1120 fistula, cochlear. 105: 653 
wegener’s. 105: 123 ossification. 105: 621 
middle ear effusion, effect of. 105: 987 
Haemangioma posterior semicircular canal, non-ampullary plugging. 105: 901 
i i schwannoma. 105: 659 
venous, neck and mediastinum. 105: 384 Labyrinth 
Haemangiopericytoma anyreat ectomy : 
nasal. 105: 593 promontory stimulation. 105: 729 
Haematoma Laryngeal cartilages 
cervico-mediastinal. 105: 381 arytenoidectomy. 105: 545 
traumatic, soft palate. 105: 1116 Laryngeal neoplasms 
Haemophilia adenosquamous carcinoma, hypopharynx. 105: 678 
girl, adenoidectomy. 105: 957 adenocarcinoma, mucoid. 105: 315 
Hamartoma carcinoids, carcinoma-like, medullary thyroid. 105: 683 
tonsil. 105: 1089 carcinoma advanced, chemotherapy. 105: 930 
Head injury , local invasion, influence of. 105: 353 
cholesteatoma. 105: 367 , neuroendocrine. 105: 1031 
optic nerve damage. 105: 203, 205 ey , synchronous pancreatic. 105: 373 
Head and neck , papilloma virus. 105: 288 
cancer, immunological parameters. 105: 939 —— primary treatment. 105: 459 
malignancy. 105: 1036 » Staging. 105: 456 
surgery. 105: 1121 fibrous histiocytoma, malignant. 105: 130 
Hearing leiomyosarcoma. 105: 134 
speech recognition. 105: 249 pseudolymphoma. 105: 137 
Hearing aid Laryngeal nerve palsy 
105. 534 benign thyroid adenoma. 105: 141 
direct referral. 105: 825 Laryngeal surgery ; 
implantable bone conduction, Xomed audiant. 105: 828 endoscopic, prospective study. 105: 356 
mastoid surgery, closed. 105: 174 local invasion, influence of. 105: 353 
Hearing loss Laryngectomy 
audiology clinic. 105: 534 blood transfusion. 105: 293 
conductive, polyostotic bone disorder, familial. 105: 80 emergency. 105: 463 
conductive, stapedius tendon ossification. 105: 763 , leiomyosarcoma. 105: 134 
Histiocytoma patient’s view. 105: 934 
fibrous, malignant, giant cell variant. 105: 1079 pharyngeal reconstruction, jejunal graft, histology. 105: 556 
‘ , larynx. 105: 130 Laryngologist 
Historical (Latin verse). 105: 1125 
Watson-Williams, Patrick. 105: 1 Laryngomalacia 
Yearsley, James. 105: 249 surgical treatment. 105: 1040 
Hodgkin’s disease Larynx 
adenoid cystic carcinoma of parotid gland. 105: 224 morphology, sudden infant death syndrome. 105: 646 
Hyoid bone Laser 
fracture. 105: 232 surface, tongue lymphangioma. 105: 924 
Hyperparathyroidism laryngeal box, aid to microlaryngeal surgery. 105: 946 
secondary. 105: 562 Leiomyoma 
Hypoglossal nerve atypical, nasal choana. 105: 1065 
radiation induced palsy. 105: 44 Leiomyosarcoma 
Hypopharynx laryngeal. 105: 134 
foreign bodies. 105: 104 maxilla, post-irradiation. 105: 1068 


Jugular vein 
thrombosis, Salmonella neck abscess. 105: 966 
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Lip 
carcinoma. 105: 640 
Lymphadenitis 
Kikuchi’s necrotising. 105: 496 
toxoplasmosis, parotid gland. 105: 860 
tuberculous, cervical. 105: 558 
Lymphangioma 
post-cricoid. 105: 220 
tongue, surface laser photocoagulation. 105: 924 
Lymphoma lymphocytic 
salivary glands. 105: 584 
non-Hodgkin’s, tonsil. 105: 445 


Magnetic resonance imaging 
lingual thyroid. 105: 493 
paranasal sinuses. 105: 278 
subtraction, tumours of skull base and sinuses. 105: 628 
thrombosis, lateral sinus 
Malakoplakia 
temporal bone. 105: 568 
Marinesco-Sjégren’s syndrome 
105: 210 
Mast cells 
rhinitis, allergic. 105: 736 
ultrastructure in perennial allergic rhinitis. 105: 1006 
Mastoiditis 
Bezold’s abscess. 105: 765 
latent. 105: 767 
tuberculous. 105: 907 
Mastoid surgery 
105: 343, 409 
cavity grafting 105: 413 
cholesteatoma, children. 105: 820 
drill-generated noise levels. 105: 732 
hearing aid. 105: 174 
mastoidectomy, Pasteurella multocida. 105: 571 
Nepal. 105: 1113 
obliteration, temporary parietal fascia flap. 105: 417 
Xeroform, BIPP. 105: 916 
Maxillary neoplasms 
ameloblastoma, calcifying and keratinizing. 105: 971 
Maxillary sinus 
barotrauma. 105: 217 
Maxillofacial development 
sleep apnoea syndrome. 105: 94 
Mediastinum 
haemangioma, venous. 105: 384 
Melanoma 
amelanotic, epiglottis. 105: 776 


maxillary antrum, synchronous mucoepidermoid carcinoma. 


105: 370 
middle ear. 105: 1061 
Melioidosis 
parapharyngeal space. 105: 582 
Meniere’s disease 
saccus endolymphaticus drainage. 105: 1109 
vestibular neurectomy. 105: 1002 
Meningioma 
maxillary antrum, with tuberous sclerosis. 105: 481 
metastatic, neck 105: 229 
Meningitis 
Fusobacterium Necrophorum. 105: 119 
Pasteurella multocida. 105: 571 
Meth globi i 
BIPP induced. 105: 78 
Mianserin hydrochloride 
cochleotoxicity. 105: 475 
Middle ear anatomy 
oval window, deep. 105: 721, 725 
Middle ear surgery 
ossiculoplasty. 105: 529 
Middle ear neoplasms 
melanoma. 105: 1061 
tumour, papillary aggressive. 105: 950 
Middle ear ventilation 
Shepard and Sheehy tubes compared. 105: 896 
tympanosclerosis. 105: 161 
Mouth 
cheek, mucosa, mastoid cavity grafting. 105: 413 





Mucocoele 
fronto-ethmoidal, histopathology. 105: 921 
sphenoid sinus. 105: 959 
Mucoepidermoid carcinoma 
maxillary antrum, synchronous mucosal melanoma. 105: 370 
Mucormycosis 
rhinocerebral. 105: 575 
Myringoplasty 
iatrogenic epidermoid cyst. 105: 227 
temporalis fascisa, anatomy of. 105: 522 
Myxoedema 
acquired, temporal bone findings. 105: 886 
Reinke’s oedema. 105: 291 
Myxoma 
ear external canal. 105: 364 


Nasal bone 
haemangioma. 105: 389 
Nasal injury 
105: 215 
Nasal mucosa 
adrenoceptors, beta. 105: 632 
blood flow, cocaine/adrenaline. 105: 918 
Nasal neoplasms 
chondroma. 105: 670 
granuloma. 105: 1120 
haemangiopericytoma. 105: 593 
Nasal obstruction 
sickle cell anaemia. 105: 851 
Nasal packing 
nocturnal oxygen desaturation. 105: 109 
Nasal polyps 
rhinometry, acoustic. 105: 178 
Nasal septum 
deformity, palatal symmetry in neonates. 105: 424 
Nasal surgery x, 
mucosal blood flow, cocaine/adrenaline. 105: 918 
packing and Eustachian tube function. 105: 539 
septum, infiltration. 105: 638 
, outpatients. 105: 544 
Nasal vestibule 
keratoacanthoma. 105: 306 
Nasolacrimal duct 
sinus surgery, silicone stent. 105: 299 
Nasopharyngeal neoplasms 
adenocarcinoma, papillary. 105: 853 
angiofibroma. 105: 547 
carcinoma. 105: 432, 772 
fibrous tumour, solitary. 105: 213 
leiomyoma. 105: 1065 
scanning electron microscopy. 105: 349 
Nasopharynx 
cephalometry. 105: 71 
Neck dissection 
chylous fistula. 105: 1052 
handicap of, incidence following. 105: 760 
venous catheter, abherrant. 105: 491 
Neck 
meningioma, metastatic. 105: 229 
Neurectomy 
vestibular. 105: 1002 
, cochlear. 105: 1101, 1102, 1106 
- , tinnitus and vertigo. 105: 1099 
Neuroendocrine carcinoma 
pancreatic, synchronous larynx. 105: 373 
Neutropenia 
cyclical, tonsillitis. 105: 487 
Noise 
ear surgery, drill-generated. 105: 732 
Nutrition 
chylous fistula. 105: 1052 


Oesophagus 

foreign body. 105: 46, 104, 591, 774 
Ollier’s disease 

105: 148 
Oncocytoma 

thyroid. 105: 143 
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Optic nerve 
head injury. 105: 203, 205 
lymphoma, lymphocytic small. 105: 584 
Orbital diseases 
abscess anaerobic metastatic. 105: 1086 
Orf 
pinna. 105; 947 
Oropharynx 
cytomegalovirus. 105: 739 
Oropharyngeal neoplasms 
carcinoma, khat. 105: 643 
Osseointegrated implant 
screw, total avulsion. 105: 573 
Osteoma 
external auditory canal. 105: 844 
Otitis externa 
malignant. 105; 252 
topical preparations, method of application. 105: 842 
Otitis media 
105: 1113 
acute, viruses, respiratory tract. 105: 337 
Fusobacterium necrophorum. 105: 119 
labyrinthine ossification. 105: 621 
Maori school children. 105: 257 
retraction pockets, management of. 105: 525 
Otitis media, suppurative 
105: 268, 341, 343, 409 
bacteria, secretory IgA and IgG-coated. 105: 515 
CT scanning. 105: 990 
Otitis media with effusion 
lateral cephalometry. 105: 71 
meta-analysis. 105: 812 
ventilation tubes, Shepard and Sheehy compared. 105: 896 
—_—.,, tympanosclerosis. 105: 614 
vestibular larbyrinth. 105: 987 
Otosclerosis 
labyrinthine ossification. 105: 621 
obliterative. 105: 899 
Ototoxicity 
Cis-platinum and eye colour. 105: 7 
gentamicin and peritoneal dialysis. 105: 999 
mianserin hydrochloride. 105: 475 
Oximetry 
105: 295 
Oxygen desaturation 
nocturnal, nasal packing. 105: 109 


Palatal neoplasms 
adenocarcinoma. 105: 309 
lymphoma, lymphocytic small. 105: 584 
Palate 
nasal septal deformity. 105: 424 
soft, traumatic haematoma. 105: 1116 
Pancreatic neoplasms 
neuroendocrine synchronous arytenoid. 105: 373 
Papillary tumour 
middle ear. 105: 950 
Papilloma virus 
(human). 105: 288 
Paraganglioma 
familia! multicentric. 105: 376 
Paranasal sinus 
magnetic resonance imaging. 105: 278 
maxillary antrum, air cyst/pneumosinus dilatans. 105: 673 
radiography. 105: 20 
Paranasal sinus neoplasms 
ethmoid, schwannoma. 105: 578 
frontal sinus, carcinoma. 105: 121 
lymphoma, small lymphocytic. 105: 584 
magnetic resonance, subtraction. 105: 628 
maxillary antrum, carcinoma, mucoepidermoid/synchronous 
melanoma. 105: 370 
, carcinoma, verrucous. 105: 696 
a , chondrosarcoma, myxoid, extraskeletal. 105: 676 
—_— —— ., leiomyosarcoma, post-irradiation. 105: 1068 


, melanoma, synchronous mucoepidermoid carci- 
noma. 105: 370 


, meningioma, primary, with tuberous sclerosis. 105: 


481 
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sarcoma, neurogenic. 105: 186 
sphenoid sinus, giant cell tumour. 105: 855 
, seminoma, metastatic. 105: 1075 

Paranasal sinus surgery 

CT scan. 105: 181 

endoscopic. 105: 832 

endoscopic, functional (FESS) 

microscopic and endoscopic technique combined. 105: 635 

nasolacrimal duct obstruction. 105: 299 

Patrick Watson-Williams and focal sepsis. 105: 1 
Parapharyngeal abscess 

105: 1025 
Parapharyngeal neoplasms 

schwannoma. 105: 384 
Parapharyngeal space 

branchial cleft cyst, third. 105: 790 

chondrosarcoma. 105: 484 

melioidosis. 105: 582 

pseudolymphoma. 105: 137 
Parathyroid surgery 

renal failure. 105: 562 
Pasteurella multocida 

meningitis. 105: 571 
Pathology in Focus 

ameloblastoma of the maxilla. 105: 971 

bilateral acinic cell tumours of the parotid gland. 105: 796 

haemangiopericytoma, nasal. 105: 593 

hamartomatous tonsillar polyp. 105: 1089 

Kikuchi’s necrotising lymphadenitis. 105: 496 

Ollier’s disease. 105: 148 

tonsil, squamous carcinoma, metastasis from. 105: 50 

verrucous carcinoma, maxillary antrum. 105: 696 
Perilymph fistula 

105: 270 

bilateral 105: 304 
Peritonsillar abscess 

105; 442 

bacteriology. 105: 553 

management of. 105: 743 
Pharyngeal diverticulum 

lateral. 105: 793 
Pharyngeal neoplasms 

carcinoma, post-cricoid, Fanconi’s anaemia. 105: 125 

lymphangioma, post-cricoid. 105: 220 

recurrence after radiotherapy. 105: 24 
Pharyngeal surgery 

jejunal graft, histology. 105: 556 
Pharyngoplasty 

obstructive sleep apnoea. 105: 195 
Pharyngostomy 

enteral feeding. 105: 451 
Pharynx 

foreign body. 105: 146 
Plasmacytoma 

extramedullary, nasal. 105: 41 

extramedullary, salivary glands. 105: 687 
Pleomorphic adenoma 

immunohistochemistry. 105: 1057 
Polychondritis 

relapsing, vocal cord palsy, bilateral. 105: 961 
Promontory 

stimulation, following labyrinthectomy. 105: 729 
Pseudoaneurysm 

internal carotid artery, tonsillitis. 105: 588 
Pseudolymphoma 

parapharyngeal space. 105: 137 
Pulmonary neoplasms 

endometriosis, parenchymal. 105: 235 


Radiation injury 
cranial nerve palsies. 105: 44 
leiomyosarcoma of maxilla. 105: 1068 
sphenoid sinus mucocoele. 105: 959 
Radiography 
see also image processing—computer assisted (CT) 
see also magnetic resonance imaging 
cephalometry, lateral. 105: 71 
cochlear implants. 105: 88 
foreign bodies, inhaled. 105: 466 
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foreign body, oeosphageal. 105: 591 Sialorrhoea (drooling) 

lateral sinus thrombosis. 105: 692 submandibular duct transposition. 105: 101 
maxillary sinus. 105: 541 Sickle cell disease 

rhinoscleroma, palatal sign. 105: 968 deafness, sudden. 105: 653 


Radiology in Focus nasal obstruction 105: 851 
CT demonstration of metastatic anaerobic orbital abscess. 105: Sinusitis 


1086 endoscopic surgery. 105: 832 
foreign body, oesophageal. 105: 591 Skull base 
haemangioma, venous, neck and mediastinum. 105: 384 
lateral pharyngeal diverticulum. 105: 793 
lateral sinus thrombosis. 105: 693 
lingual thryoid. 105: 493 
rhinoscleroma, the palatal sign. 105: 968 
Radiotherapy 
oropharyngeal carcinoma, recurrence. 105: 24 
Ranula 
submandibular duct transposition. 105: 667 
Relapsing polychondritis 
vocal cord palsy, bilateral. 105: 961 
Renal failure 


tumours, magnetic resonance, subtraction. 105: 628 
Sleep apnoea syndrome 

maxillofacial abnormalities. 105: 94 

pharyngoplasty. 105: 195 
Smoking 

serum cotinine objective marker. 105: 1036 
Sphenoid sinus 

Infection, acute isolated. 105: 1072 

mucocoele, complication of radiotherapy. 105: 959 
Spine 

metastasis. 105: 772 
‘ a subtotal. 105: 562 Be oe 

pre mess ase osanage 


deglutition disorders. 105: 807 Pa pienelaee 

emergency crichothyrotomy. 105: 883 meta-analysis. 105: 812 
Rhinitis Stridor 

105: 282 ‘1 vocal cord, paradoxical motion. 105: 312 
Rhinitis, atrophic Styloid process 

endoscopy, fibreoptic. 105: 1014 dysphagia. 105: 964 
Rhinitis, allergic Subglottic cyst 

mast cells, inferior turbinate. 105: 736 


105: 222 
mast cells, ultrastructure. 105: 1006 Submandibular duct 
Rhinitis, non-atopic 


Beclametnasome. 105: 12 transposition, bilateral, ranula following. 105: 667 
Rhinitis, vasomotor , drooling. 105: 101 

submucosal diathermy, complications. 105: 14 

treatment with silver nitrate. 105: 285 Teffon faa. 
Rhinometry vocal cord injection. 105: 128 

acoustic, nasal polyps. 105: 178 Temporal bone 
Rhinoplasty blast injuries. 105: 890 ; 

augmentation. 105: 1018 carcinoma, squamous cell, middle ear/mastoid. 105: 38 
Rhinorrhoea carcinoma, squamous, staging. 105: 346 

cerebrospinal. 105: 274 fibrous dysplasia, craniofacial. 105: 662 
Rhinoscleroma hypothyroidism, acquired. 105: 886 

radiology, palatal sign. 105: 968 labyrinthine ossification. 105: 621 

malakoplakia. 105: 568 

; ‘ ‘ melanoma, malignant, of middle ear. 105: 1061 
adn ig papillary tumour, aggressive, middle ear. 105: 950 
Salivary gland neoplasms polyostotic bone disorder, familial. 105: 80 

lymphoma, small lymphocytic. 105: 584 schwannoma, intralabyrinthine. 105: 659 

minor, carcinoma acinic cell. 105: 782 Temporalis fascia 

parotid, acinic cell tumour, bilateral. 105: 796 105: 522 

, adenoid cystic carcinoma, Hodgkin’s disease. 105: 224 Thrombosis 
parotid , carcinoid tumour, bilateral. 105: 489 lateral sinus. 105: 693 
parotid , carcinoma, terminal duct 105: 780 Thyroid gland 
, toxoplasmosis lymphadenitis. 105: 860 lingual. 105: 493 

plasmacytoma, primary extramedullary. 105: 687 Thyroiditis 

pleomorphic adenoma, immunohistochemistry. 105: 1057 bacterial acute. 105: 788 
Salmonella paratyphi. Thyroid neoplasms 

105: 966 adenoma, benign, recurrent laryngeal palsy. 105: 141 
Sarcoma carcinoma, cervical cyst. 105: 863 

neurogenic, sinonasal tract. 105: 186 oncocytoma. 105: 143 
Scanning electron microscopy Tinnitus 

nasopharyngeal carcinoma. 105: 349 audiometry. 105: 89 
Schwannoma auditory nerve division. 105: 1099 

intralabyrinthine. 105: 659 neurectomy, vestibular, cochlear. 105: 1101, 1102, 1106 

naso-ethmoid. 105: 578 Tongue 

parapharyngeal. 105: 384 foreign body. 105: 849 
Scleroma lymphangioma, surface laser photocoagulation. 105: 924 

CT scanning. 105: 198 Tonsillar neoplasms 

palatal sign. 105: 968 carcinoma, squamous, metastasis from. 105: 50 
Sclerosteosis hamartomatous polyp. 105: 1089 

facial paralysis. 105: 625 lymphoma, non-Hodgkin’s. 105: 445 
Sebaceous gland neoplasms Tonsillectomy 

carcinoma, postauricular. 105: 954 105: 442, 836 
Semicircular canals calcium alginate swabs. 105: 191 

posterior, non-ampullary plugging, for vertigo. 105: 901 hayfork. 105: 33 
Seminoma Tonsillitis 

metastatic, sphenoid sinus. 105: 1075 bacteriology. 105: 29 





1156 


neutropenia, cyclical. 105: 487 
pseudoaneurysm, internal carotid artery. 105: 588 


recurrent, Haemophilus influenzae and group A Streptococci. 


105: 439 
Toxoplasmosis 
deafness, sudden bilateral. 105: 115 
parotid gland. 105: 860 
Trachea 
cicatricial stricture formation, experimental study. 105: 207 
intubation, retrograde. 105: 746 
Tracheostomy tube 
fracture and corrosion. 105: 48 
paediatric. 105: 1046 
Trauma 
soft palate. 105: 1116 
see also blast injury 
Trigeminal nerve 
maxillary sinus barotrauma. 105: 217 
Tuberculosis 
cervical spine. 105: 786 
lymphadenitis, cervical. 105: 558 
mastoiditis, surgery of. 105: 907 
Tuberous sclerosis 
maxillary antrum, with primary meningioma. 105: 481 
Turbinate, inferior 
sequestration of, following submucosal diathermy. 105: 14 
sickle cell anaemia. 105: 851 
Tympanic membrane 
blast injuries. 105: 890. 
endoscopic study. 105: 716 
pars tensa, retraction pockets. 105: 525 
Tympanoplasty 
bone grafts, fate of. 105: 725 
ossiculoplasty. 105: 529 
Tympanoscierosis 
middle ear ventilation. 105: 161 
ventilation tubes, otitis media with effusion. 105: 614 


Ventilation tubes 
see also Otitis media with Effusion 


SUBJECT INDEX 


tympanosclerosis. 105: 614 
Vertigo 
middle ear effusion, effect on labyrinth. 105: 987 
positional, benign paroxysmal, surgery of. 105: 901 
saccus endolymphaticus draining operation. 105: 1109 
surgical, treatment of. 105: 618 
surgery, posterior fossa vestibular neurectomy. 105: 1002 
surgery, vestibular and cochlear neurectomy for. 105: 1099 
Verrucous carcinoma 
maxillary antrum. 105: 696 
Vestibular neurectomy 
105: 699 
hearing loss, lateralising indicator. 105: 618 
posterior fossa. 105: 1002 
Viruses 
respiratory tract, otitis media, serum antibodies. 105; 337 
Vocal cord 
abductor paralysis, bilateral. 105: 545 
oedema (Reinke). 105: 291 
paradoxical motion, stridor. 105: 312 
Teflon injection. 105: 128 
Vocal cord paralysis 
abduction, bilateral. 105: 545 
arytenoidectomy and posterior cordectomy. 105: 454 
bilateral, radiation induced. 105: 44 
relapsing polychondritis. 105: 961 
Voice restoration 
tracheo-oesophageal puncture. 105: 748, 750 
= , complications, cervical cord compression. 105: 1082 


Watson-Williams, Patrick 
and sinus surgery. 105: 1 

Wegener’s granulomatosis 
family study. 105: 123 


Yearsley, James 
105: 249 

Young’s operation 
105: 847 
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